REVISIONS 
DESCRIPTION APVRIDATE 
REDRAWN IN CAD 4/02/08 
CLB 


BACK SIDE 


RATINGS FOR REFERENCE ONLY 
VOLTAGE: 500 RMS 
CURRENT: 25 WATTS 
WEIGHT: .18 LBS (REF) 


NOTES: 


1. RHEOSTAT (REF) : OHMITE RHSSORE 


2. MODIFY TO PROVIDE FULL OFF IN THE "OFF" POSITION 


GRIND THRU ONE TO FOUR WIRES AND APPLY 
PROTECTIVE COATING OF ACRYLIC ENAMEL 


BREAK SHARP EDGES DESIGNED DATE 
CLB 


4/02/08 
UNLESS OTHERWISE 
SPECIFIED DIMENSIONS / DRAWN DATE Lor EN ENMIA 


ARE IN INCHES 


TOLERANCES ARE: AVIATION 


CHECKED DATE 
FRACTIONS DECIMAL ANGLES Title 


+1/8" a a 2 EBROJED RHEOSTAT MODIFIED 


DATE 
XXX +.010 CLB 4/02/08 
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